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CANGERRA EOR RJ. WEBER 
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TAGS: EAGR NZ AS 
SUBJECT: MEAT INSPECTION 

1 . PLEASE DELIVER THE FOLLOWING MESSAGE FROM DR. FRED J. 
FULLERTON, ACTING DEPUTY ADMINISTRATOR, MPI, APHIS, TO MOST 
SENIOR OFFICIAL IN CHARGE OF MEAT INSPECTION. 

2. MESSAGE: REPORT OP LABORATORY ANALYSIS FOR BIOLOGICAL 
RESIDUES IN BONELESS BEEF FROM ESTABLISHMENT ME-39, NEW ZEALAND, 
SHOWS 5.3 PPM PCB'S. PRODUCT SHIPPED PROM MPH-1 1 AND CONSIGNED 
TO SOUTHEASTERN IMPORTERS, INC. AND SAMPLED IN NORFOLK, 

VA. ON DECEMBER 6, 1974. THIS REPORT IS FIRST VIOLATION THIS 
ESTABLISHMENT. ACCORDING TO U.S. ESTABLISHED PROCEDURES IN 
THESE CASES, PRODUCT FROM ESTABLISHMENT ME-39 WILL BE HELD AT 
PORT PENDING RECEIPT OP U.S. ANALYSIS. PRODUCT NOT IN 
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COMPLIANCE WILL BE REFUSED ENTRY. ALTERNATIVELY, IF PRODUCT 
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PRETESTED AND CERTIEIED, SHIPMENTS WILL NOT BE HELD AT PORT, 

BUT WILL BE SAMPLED EOR BIOLOGICAL RESIDUES. 

3. DEPARTMENT OE STATE AIRGRAM A-3823 GAVE DETAILS ON ACTIONS 
WHEN VIOLATIONS OCCRU. 

4. PLEASE RELAY INFO DR. WATTS, APHIS/USDA. KISSINGER 

UNCLASSIFIED 
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